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Ebb Stream continues 1 how after L.W 
Flood Stream 1 H.W 

Tide Ebbs 7§ hrs.Flows 4§ his. but influenced by winds. 


S* diaries 


Flood Stream makes 50 minutes after' L.W and runs 4 \r hrs. 
Ebb Streams 10 H.W 


Ebb Stream makes at H.W.-and inns 9 hours. 

Flood Stream makes up for about 2 hrs. but is scarcely felt at Neapi 


.75 ft vis. 5 i 
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Above Cape Roche the Stream always sets down 
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NORTH AMERICA 
RIVER ST LAWRENCE ABOVE QUEBEC 


SURVEYED BY CAPTf H.W. BAYFIELD R.N. 1831-37. 
RE-EXAMINED BY COMM R J. ORiEBAR, R.N., 
Assistedly CcmmHlancock.Mess^DesBrisay, Carey and Clifton. R.N. 


F. Fixed, FI .Flashing; Rev. Revolving lights. _ B .Blade, R. .Red, "W. White Buoys. 
m.mucL, r.i'ock', s.sand, st .stones. 

Variation in 1861, increasing 4 annually. 

Figures on the land shew the height in Feet above the Rivet'. 
SOUNDINGS IN FATHOMS 

reduced to Low Water Level of Ordinary Spring Tides. 

„ m Tides - .a. 

Quebec H.WF.&C. VI.. 38 Springs Rise.... 18 Neaps Rise 13 


C.Roche 


Note. —The Chart of the St Laurence to Lachine Rapids above Montreal 
is continued on the same Scale on Sheet N? 2 830 _ price 1/6. 


West of Greenwich 















































































































































































































































































